INSTALLATION HAZARD ABATEMENT PLAN 


For use of this form, see DA PAM 385-10; the proponent agency is OCSA. 



7. CITATION OF SPECIFIC OSHA AND OTHER STANDARD VIOLATED 


8. DESCRIPTION OF PROPOSED CORRECTIVE ACTION OR REMEDIAL MEASURES 



1 0. ESTIMATED ADDITIONAL OPERATING AND MAINTENANCE COSTS, IF ANY 
$ 


1 1 . DESCRIPTION OF INTERIM HAZARD CONTROL MEASURES IN EFFECT 


12. OTHER RELEVANT INFORMATION 


1 3. ESTIMATED ABATEMENT COMPLETION DATE 
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